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CDC 


Centers for Disease Control & Prevention 
Fungal Identification Laboratory 



Patient Name: Wetton, Carol 

Sex; Sirthdate: Age: 


Public Health / International Submitter IDs 

Patient ID: Alt. Patient ID: 

Specimen ID: Alt. Specimen ID: 

CDC Specimen ID: 2013707877 CDC Umque ID: ZZY8TIEF 


State Health Department: N12M0Q0176 

Type of Specimen: Fungal Meningitits Outbreak 2012 

l ast Res ult 

PCR for fungal detection Positive for Exserohilum 

Reat-time PCR for Exserohilum detection Positive for Exserohilum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 

Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum. 

Approved by: Mary E, Brandt, Ph.D, 

Ph: 4G4-639-02S1 
Fax: 404-639-3021 
E-maif: MBrandt@cdc.gov 
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Centers for Disease Control & Prevention 
National Center for Zoonotic, Vector-borne, and Enteric Diseases 
Division of Foodborne, Bacterial, and Mycotic Diseases 
CLIA ID # 11D0668319 
Fungal Identification 

Report Status: Final 

CPC Specimen ID: 2013002654 
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Submitter to CDC: 

Tennessee Department of Health 
Laboratory Services 
630 Hart Lane 

Nashville, Tennessee 37243 
Contact: Dr David Smalley, Director Ph: 


Original Submitter: 

St. Thomas Hospital Micro 
4220 Hardin Rd 
Nashville, Tennessee 37205 


Patient: Wetton, Carol 

Submitter Specimen Identifiers: 

Birthdate: 03/20/1942 

State Health Department N12M000290 

Sex: Female 

CDC Outbreak ID: TN-15 


Date Collected: 10/07/2012 

Specimen: Isolate Date sent to CDC: 12/03/2012 

Date Received: 12/04/2012 
Date Reported: 12/19/2012 

Type of Specimen: Fungal Meningitits Outbreak 2012 


Mold Species Identified: Exserohilum rostratum 


Test Result 

Colony Texture Downy / Velvety 


Conidiogenous Cell 

Holoblastic 

Microscopic morphology - mold 

Mycelium Septate / Conidiating 

Thermotolerance 

Growth at 30C and 37C 

Colony Color Mold 

Grey 

Comments 

This isolate was identified using DNA sequencing. This test has not 
been cleared or approved by the FDA. It was developed and its 
performance characteristics were determined by the Mycotic 

Diseases Branch Reference Lab. 


Reviewed by: Mary E. Brandt, Ph.D. 

Fungus Reference Unit 
Phone: 404-639-0281 
Fax: 404-639-3021 
Email: mbb4@cdc.gov 

Revision History: No previous reports. 

Confidentiality, security, and integrity of patient data should be maintained in accordance with CLIA and HIPAA. 
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